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Civil Enforcement Case Report 

civil Enforcement Case 1 


Basic Information 

Case Number: 04-2016-3000 
Case Name: SYNGENTA CROP PROTECTION, LLC 
Case Category: Administrative - Formal 
Case Status (as of 10/20/2016): Closed 
Case Lead: EPA 

Court Docket Number: FIFRA-04-2016-3000(b) 

DOJ Docket Number: — 


Relief Sought: — 

Enforcement Outcome: Final Order With Penalty 

Headquarters Division: — 

Branch: — 

Result of Voluntary Disclosure? No 
Multi-media Case? — 

Enforcement Type: FIFRA 14A Action For Penalty 

Violations: — 


Penalties - Case Level 

Total Federal Penalty Assessed or Agreed To: $372,025 

Total State/Local Penalty Assessed: $0 

Total SEP Cost: $436,900 

Total Compliance Action Cost: $1,000 

Total Cost Recovery: $0 


Case Summary 

X 


Laws and Sections 


Citations 


Law 

Sections 

Programs 

FIFRA 

12A1E 

Adulterated/Misbranded 


Title 


Part 


Section 


No data records returned 


Facilities 


FRS Number 

Facility Name 

Address 

City Name 

State 

Zip 

SIC Codes 

NAIC 

Codes 

110022301338 

SYNGENTA CROP 

PROTECTION 

410 SWING 

ROAD 

GREENSBORO 

NC 

27409 

2879 

8731 

541710 


Case Milestones 


Event 

Actual Date 

Final Order Issued 

09/15/2016 


Defendants 


Defendants and Settlements 


In 

Complaint 


In 

Settlement 






































Defendants and Settlements 

In 

Complaint 

In 

Settlement 

SYNGENTA CROP PROTECTION, 

LLC 

Y 

Y 


Related Case Documents 


Event 

Actual Date 

Complaint Filed/Proposed Order 

09/15/2016 

Enforcement Action Data Entered 

09/26/2016 

Enforcement Action Closed 

10/20/2016 


Document Facility Name Publish Date EPA Program 
No data records returned 


Pollutants 


Pollutant Name 


Chemical Abstract Number 


No data records returned 


Related Activities 


Description 


Actual Date 


No data records returned 


Final Order 1 


Final Order Type: Administrative Penalty Order With or Without Injunctive Relief 
Final Order Name: SYNGENTA CROP PROTECTION, LLC 
Linked Facilities (FRS ID): 110022301338 
Final Order Lodged Date: — 

Final Order Entered Date: 09/15/2016 
Enforcement Action Closed Date: 10/20/2016 
Actual Termination Date: — 

Penalties/SEPs/Cost Recovery Amounts 

Federal Penalty Assessed or Agreed To: $372,025 
State/Local Penalty Assessed: — 

SEP Value: $436,900 
Compliance Action Cost: $1,000 
Federal Cost Recovery Awarded: $0 


Complying Actions 


Complying Action ID 

Category 

Description 

3600019548 

Prevention of Future Releases Pesticide Label Revised (Future Production) 


Supplemental Environmental Projects 


SEP ID 


Category 


SEP Value 


Description 













































SEP ID 

Category 

SEP Value 

Description 

3600003728 

Environmental 

Compliance 

Promotion 

$436,900 

ENVIRONMENTAL CO,PLIANCE PROMOTION 

SEP ON DESIGN, DEVELOPMENT, AND 
IMPLEMENTATION OF A 4-YR CONTAINMENT 
RULE SET FOR AT 40 CFR PART 165 (BULK 
PESTICIDE CONTAINERS, CONTAINMENT, 

LABELS, STORAGE, TRANSPORTATION 
REPACKAGING AGREEMENTS, AND 
RECORDKEEPING. 


Pollutant Reductions 


Resulting From 

Pollutant 

Annual Amount 

Units 

Media Affected 

CA ID 3600019548 

Pesticides, general 

180,307 

lbs 

Land 


















